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_ _ 50X1-HUM 


CLASSIFICATiCtT S50f&/Ceiv'TKCL - U,S. OWW-XMS 

CENTRAL imWfrae? REPORr 

ii^FORMATION REPORT cd no 


COUNTRY Germany (Hnasiaa 2 «mi®) DATE DISTR, 5 Deoemter 1951 



. of TOBoline Installations oontrolled te 


Storage site 

Qalanoe 

InoomSng 

Outgoing 

Balance 


1.7.51 

1.7.51. 

1.7.51. 

31.7.51. 



-31.7.51. 

-31.7.51. 



tons 

tons 

tons 

tons 

227AZG 

11 936.1 

1 188.7 

1 237.4 

11 887.4 

331M 

5 044.7 

596.0 

913.8 

4 726.9 

291/lBF 

4 239.3 

604.8 

724.6 

4 119,5 

2834® 

4 965.4 

562,1 

5U.2 

5 013.3 

3794m 

3 383.7 

467.6 

853,2 

2 998.1 

398/GZ 

4 135.5 

552.4 

906.5 

3 781.4 

234A®G 

9 762.7 

736.8 

1 067.1 

9 432.4 

323/)BDG» 

5 371.9 

517.2 

823.6 

5 065.5 

344A)S 

4 201.5 

272,3 

364.3 

4 109.5 

265Ara 

5 303.5 

581.0 

877.8 

5 006.7 


2. The abhrevlatione under the column marked Storage site are as follows: 








Sanitized Copy Approved for Release 2011/02/15 : CIA-RDP82-00457R009500250008-6 

oFFiciAii 

^ SEOTRItl mPCRMIlTIOlI 

mim Araicr 


50X1 -HUM 


IZQ«,..q*<iLeipBlg« 

HA .HsU*. 

Bf .. 0 . . . « . «Bitterf eld . 

MB 0 Jlerseburg. 

WH«*..<««>W 3 ater 8 liall (reVerenoe to tank inatallatlons at L^takenderf). 
(}Z,,.a..9«Q8lsan (referring to the tank installation near KSthra^ 

MBQ ,J(agdebarg. 

BBq * q o e • • a]DeB8an» 

HB« . . . . . q .Vlttenherg. 


Brohaily Brandenborgq 


50X1 -HUM 


03, 



'CONTROL • U*S. OPPICiaLS ONLY 

'Ai, 


Sanitized Copy Approved for Release 2011/02/15 : CIA-RDP82-00457R009500250008-6 





